HOME  OF  THE  UNION  AVENUE 

CHURCH  OF  CHRIST 

1930  Union  Ave.,   Memphis,  Tennessee 
Main  auditorium  seats   1000,  Auxiliary  audi- 
torium, 400.  Air  conditioned.  38  other  rooms. 
24  Sunday  Bible  classes.  Avg.  membership  1000. 

•  2144 


